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a. 

25X1A 



2o THEY ARE CURRENTLY TESTING OR REPAIRING 20 UNITS ON 

PURCHASE ORDE R 8910SE AND 5 UNITS ON PURCHASE ORDft R 9369ZN, 
3o THESE ARE 


USED ON 


25X1 A 


TEST EQUIPMENT AT 


25X1 A 

4e POOR RELIABILITY OF PREVIOUSLY DELIVERED ITEMS AND 

DELAYS IN REPAIR HAVE FRUSTRATED SEVERAL EFFORTS OF FIELD TEAM 
TO RELIABILITY INSTRUMENT SYSTEM 1A TESTING. 



So principal contact has been 

To REQUEST TELEPHONE CONTACT TO IMPRESS 
THEIR EFFORT o 
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IMPORTANCE OF 

25X1 A 
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